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D4513-X SWITCH 


PA1 


DATE 
BY 
DESCRIPTION 
REV. 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


NOTES: 


2) FINISH: N/A 
1) MATERIAL: N/A 


s 
0.01 lb 


SPECIFICATION CONTROL DRAWING 


7) WEIGHT: 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 


DART 
PART NUMBER 
DESCRIPTION 
MANUFACTURER 
MANUFACTURER 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 


D4513-1 
SWITCH 
HONEYWELL 
V3-129 
OR 
V3-1001 
DIGIKEY 
480-2407-ND 
OR 
480-2408-ND 
MOUSER ELECTRONICS 
785-V3-129 
OR 
785-V3-1001 
NEWARK 
23F1764 
OR 
23F1769 
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N.C. 
NORMALLY CLOSED CONTACT 


N.O. 
NORMALLY OPEN CONTACT 


COMMON CONTACT 
COM. 


0.406 


0.114 


0.126 


0.875 


PRELIMINARY ISSUE 
11.11.08 


D4513-X SWITCH ACTUATOR 


NOTES: 


1) MATERIAL: N/A 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 0.00 lbs 


SPECIFICATION CONTROL DRAWING 


DART 
PART NUMBER 
DESCRIPTION 
MANUFACTURER 
MANUFACTURER 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
D4513-3 
SWITCH ACTUATOR 
HONEYWELL 
JV-5 
DIGIKEY 
480-2413-ND 
MOUSER ELECTRONICS 
785-JV-5 
NEWARK 
JV-5 


0.72 


0.012 
1.09 


0.190 
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0.190 


0.800±0.025 
OPERATING 
POSITION 


0.870 MAX 
FREE 
POSITION 


0.81 
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